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CAMS 


Contracts were awarded to develop an improved automated 
information management system to insure full exploitation of new 
technical collection systems which are scheduled for operation in 
1984. The automated system, identified as CAMS II (Comirex 
Automated Management System), will enable us to manage the 
increased, more complex requirements which will be levied on the 
new collection systems by a doubled user population. 
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